158
EXPERIMENTAL   SCIENCE.
nary round iron, with a treadle that is pivoted on the gas pipe at the rear of the table. The shaft will work tolerably well, even if it is not turned.
The size of the different diameters of the drive wheel may be found by turning the larger one first and the smaller ones afterward, using- the belt to determine Avhen the proper, the side of the bar next the screw is covered with a thin piece of paper.
